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ACTION OC-05 

INFO OCT-01 NEA-10 ISO-OO CCO-OO OCL-OO /016W 

130876 

R 05083 1Z JAN 76 
FM AMEMBASSY KABUL 
TO RUSBAE/AMEMBASSY NEW DELHI 4072 
INFO AMEMBASSY ATHENS 
SECSTATE WASHDC 5641 

CONFIDENTIAL KABUL 0059 

NEW DELHI FOR ATO; ATHENS FOR ATO AND RCO; STATE FOR OC/S 

E. O. 11652: XGDS-2 
TAGS: ACOM 

SUBJECT: ENCLOSURE DOOR MALFUNCTION 

1 . CRU ACCESS DOOR, LEFT HAND SWING 

2. CYCLE COUNT 12253 

3. SERIALS: DOOR DR 247; LATCH LA 336; OPENER OP 257 

4. PROBLEM: BROKEN BEARING ON DOOR END OF JOINTED ARM 
FOR OVERHEAD OPENER. 

DETAILS: JOINTED ARM ATTACHED TO DOOR BY KNUCKLE-JOINT 
WHICH FITS INTO BRACKET MOUNTED ON DOOR. BEARING, WHICH 
CONNECTS KNUCKLE JOINT TO DOOR BRACKET, IS IN TWO PARTS: 

TOP SCREW, WHICH PERMITS INSERTION INTO KNUCKLE-JOINT, 

AND MAIN BEARING, WHICH ENDS IN THREADED SHAFT WHICH 
SCREWS INTO DOOR BRACKET. THREADED SHAFT SNAPPED OFF 
FROM MAIN BEARING. 

5. HAVE REMOVED BROKEN SHAFT FROM BRACKET, AND BEARING 
FROM KNUCKLE-JOINT. REQUEST AIRSHIP REPLACEMENT BEARING. 
(UNABLE IDENTIFY PART FROM LIST, HENCE DETAILED DESCRIPTION 
ABOVE. FURTHER DETAILS ON REQUESTED OPERATING DOOR MANUALLY 
UNTIL REPLACEMENT RECEIVED. ELIOT 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976KABUL00059 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: X2 

Errors: N/A 

Film Number: D760004-1078 
From: KABUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 87/aaaaczdh.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 APR 2004 by woolflhd>; APPROVED <23 AUG 2004 by coburnhb 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ENCLOSURE DOOR MALFUNCTION 
TAGS: ACOM, AF 
To: STATE 
Type: TE 
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